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CONFIDENTIAL' 

25 August 1959 


MM98A20UM FOR IBS HKORD 

SJBJKTi Visit to ME Begnrdlng Changes In Incinerator 


1. o» Thursday, 20 August, Z visited Battalia to discuss pr o pos e d 
-Ttiht~ to bo usds in tea lnoinsratsr p r e s e nt ly under fabrication and 
assetely. These ohasgss hm aone about as • result of tea tests being conducted 
on tea cu rr en tly available unit. 


2. The chances proposed for tele second incinerator are listed belevt 

a. The portion of tea stainless steal liner teat starts to taper in- 
ward at tea batten rill be welded with a band weld conpletely around in ardor 
to prevent separation frsa tea vertical wall. On tea pre sent unit this 

is only turned ever end a largo separation has developed due to tea 
beating this incinerator baa taken. 

b. A second viewing part will be incorporated at tea top, about 
90° froa the present viewing port, around past tea door. 

c. A step, for short people to stead on, will be provided for leaking 

into tee viewing port. It will consist of an eight inch high steel teat 
will hook onto bmelete teat will 'Wielded onto tee air duct. A 

1 ^ 

d. The two bolts at tee batten of tee duct (froa tee blower to tee | 
chaaber) will be ellalmted. The flange. Where tee connection is node, will 
be beefed up. This will allow for belts to be placed six inches opart rather 
than tee two inches new being need. 

e. The V-band flange will be unde heavier for connection of the stack 
to the incinerator proper. 

f . A longer handle for regulating tee air will be provided to inoor- - 
perate a Mechanical interlock systea with tee dear to prevent opening of tee door 
while tee air systea is on. 

g. If possible sobs thing will ho done about tea liaar^at tee doorway 
iu order to provide a am oven entrance. 

h. The radiation shield will bo ends to go 360* eround the stock mtbao 
than tee present lBO; 
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-fer 


•. in ! ! 


®teneillad on top of th air duet for 


iw« with tbo air valve. 

«J* lupreveaeut of tho deeper step aschaaisa wiU bo 

ldoa for a ooUoetor 


k. If possible toots will bo aeadwited on a 
system for tbo sfflwents. 


_ 3 ; 5*2*L?* tbo oirno of tbo ctaek n> klekad around. 

It was learned that la order to reduce tbo diaurter of tbo steak !L 

SfJSS? u iaeh— an additional l HP would bate to bo added to 


k. Dorolopaaut of a nailer also Torsion of this iasinoratar svt 

aleo discussed. If eaeh of the diaenaions of the present i^SnSoi^l 
rodttaodbyi the capacity of this Incinerator would bo reduced bp appnalntoly 

r **“ d would hare to bo 2 k inches IJ>., 30 inches O.D., 6k 


JJ* dt P«®*ikle convenience we are to Infora m what dixwo. 

*** tt»t is bains built. It is ay 

feeling that it should rise vertically rather than have tho fast iends . ** 


Alth^ tht proxit U Mt In, ud I had no M , oto.r tbn 
oarxcexty to see, I asked to see tbo incinerators that had boon var*tm—& for 
the evaluation program* A Caloric. Calcinate*. nariv u«*rn1ns wrn set 

Uf'r.U^** *™ Tl "“ miu ■»*•» HM*U« amnd to km* th* htgbMt bun- 


!«t 


25X1 


25X1 
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'^CLASSIFIED □ mu O rnncrur,.. 


SUBJECT: (Optional) 


’ ONLY CONF '^ENTIAl 

ROUTING AND RECORD SHEET 


□ SECRET 


FROM: 


Chief, Physical Security Division, OS 
Room 11*16 - Eye Building 


dmignotion, room numbor, and 


-i Engineering Ply., 


2 u AilQ ]c 


I *^!3nALS^ C OMMEN TS (Numbar aach comment to thaw from whom 

EECEtVED FORWARDED ,NmAU *° whom - 0«w a lino acre column oft* 

(j]f \ 


-Aye 






7^4, 

C-y tytb&Z * — 


A/ie: ^ 2 >mr£ 
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